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UNCLASSIFIED 

PAGE 01 MOSCOW 19151 111325Z 
ACTION FBOE-OO 


Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO A-01 SSO-OO SY-05 /019W 

044274 111326Z/47 

O 111320Z AUG 78 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC IMMEDIATE 5431 
INFO AMCONSUL LENINGRAD 


UNCLAS MOSCOW 19151 


E.O. 11652: N/A 

TAGS: ABLD, AFSP, ASEC/NSU 

SUBJECT: LENINGRAD FIRE DETECTION SYSTEM 


1 . FBO/M HAS ADVISED LENINGRAD AND HELSINKI OF CON- 
TRACTOR HORAN'S INTENTION TO COMPLETE SUBJECT 
ISNTALLATION. PLEASE ADVISE ETA WHEN KNOWN. 


2. TECHNICAL CLARIFICATION IS ALSO REQUESTED. DUE 
TO 16 FT. HIGH APARTMENT CEILINGS EACH ROOM 
RATHER THAN EACH APARTMENT IS FITTED WITH ONE TCI 000- 
A1030 DETECTOR HEAD. HOWEVER, AS INSTALLED, ONLY 
THE LIVING ROOM DETECTOR IS FITTED WITH TYPE 
14501384-001 RELAY TO ACTIVATE ALARM LAMP AND BUZZER. 
OPINION HERE IS THAT DETECTORS IN EACH ROOM REQUIRE 
THIS RELAY, ALL BEING CONNECTED TO THE APARTMENT 
LAMP AND BUZZER. 


3. IF PARA 2 OPINION IS CORRECT, CONTRACTOR HORAN 
SHOULD HAND CARRY 130 RELAYS AND BE PREPARED TO 
INSTALL SAME INCLUDING RELATED WIRING AND WALL DRILLING. 
SUFFICIENT 2 PAIR NO. 18 AWG FLEX PLASTIC JACKET CABLE 
IS AT POST. PLEASE ADVISE. 

TOON 
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